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ANTENNA MPUT = 10 piace 


WOTES: 
# SEE TECUMICAL MABUAL PARTS LIST 
"OR T-670222 FOR WALUE OF L49 THAY L52. 
UNLESS OTHERWISE NIBICATED: 
ALL VOLTAGES ARE MEASURED TO CROWD WITH A 
20.000 GUMS / VOLT METER 
ALL VOLTAGE READIES ARE DG 
ALL RESISTANCE VALUES ARE IW ONUS. 
K- INDICATES TUOUSAMS OF ONNS. 
WEG -MIDICATES MILLIONS OF ONKS. 
ALL RESISTORS ARE 1/2 WATT. 
ALL CAPACITANCE VALUES ARE IN MICROFARADS. 
UUF - MOICATES MICROMICROFAAADS. 
ALL MDUCTANCE VALUES ARE (0 MEMRES 
UN-INDICATES MIGRONERRES. 
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Figure 6-1. Antenna Coupler CU-656/U, Schematic Diagram 
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